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Centers for Disease Control and Prevention 

CDC 24/7: Saving Lives, Protecting People™ 


Vaccines and Preventable Diseases 


Who Should NOT Get Vaccinated with these Vaccines? 

Because of age, health conditions, or other factors, some people should not get certain vaccines or should wait before getting 
them. Read the guidelines below for each vaccine. 

Regularly Recommended Vaccines 

| DTaP vaccine (Diphtheria, Tetanus, & acellular Pertussis) - 

Some children should not get DTaP vaccine or should wait. 

DTaP is only for children younger than 7 years old. DTaP vaccine is not appropriate for everyone - a small number of 
children should receive a different vaccine that contains only diphtheria and tetanus instead of DTaP. 

Tell your health care provider if your child: 

• Has had an allergic reaction after a previous dose of DTaP, or has any severe, life-threatening allergies. 

• Has had a coma or long repeated seizures within 7 days after a dose of DTaP. 

• Has seizures or another nervous system problem. 

• Has had a condition called Guillain-Barre Syndrome (GBS). 

• Has had severe pain or swelling after a previous dose of DTaP or DT vaccine. 

In some cases, your health care provider may decide to postpone your child's DTaP vaccination to a future visit. 

Children with minor illnesses, such as a cold, may be vaccinated. Children who are moderately or severely ill should 
usually wait until they recover before getting DTaP vaccine. 

Your health care provider can give you more information. 

This information was taken directly from the DTaP VIS 


Hepatitis A vaccine 

Some people should not get this vaccine. 

Tell the person who is giving you the vaccine: 

• If you have any severe, life-threatening allergies. 

If you ever had a life-threatening allergic reaction after a dose of hepatitis A vaccine, or have a severe allergy to any 
part of this vaccine, you may be advised not to get vaccinated. Ask your health care provider if you want information 
about vaccine components. 

• If you are not feeling well. 

If you have a mild illness, such as a cold, you can probably get the vaccine today. If you are moderately or severely ill, 
you should probably wait until you recover. Your doctor can advise you. 

This information was taken directly from the Hepatitis A VIS. 


Hepatitis B vaccine 


+ 
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Hib vaccine 


Some people should not get this vaccine. 

Hib vaccine should not be given to infants younger than 6 weeks of age. 

A person who has ever had a life-threatening allergic reaction after a previous dose of Hib vaccine, OR has a severe 
allergy to any part of this vaccine, should not get Hib vaccine. Tell the person giving the vaccine about any severe 
allergies. 

People who are mildly ill can get Hib vaccine. People who are moderately or severely ill should probably wait until they 
recover. Talk to your healthcare provider if the person getting the vaccine isn't feeling well on the day the shot is 
scheduled. 

This information was taken directly from the Hib VIS 


HPV (Human Papillomavirus) vaccine - 

Some people should not get this vaccine. 

• Anyone who has had a severe (life-threatening) allergic reaction to a dose of HPV vaccine should not get another dose. 

• Anyone who has a severe (life threatening) allergy to any component of HPV vaccine should not get the vaccine. 

Tell your doctor if you have any severe allergies that you know of, including a severe allergy to yeast. 

• HPV vaccine is not recommended for pregnant women. If you learn that you were pregnant when you were 
vaccinated, there is no reason to expect any problems for you or your baby. Any woman who learns she was pregnant 
when she got HPV vaccine is encouraged to contact the manufacturer's registry for HPV vaccination during pregnancy 
at 1 -800-986-8999. Women who are breastfeeding may be vaccinated. 

• If you have a mild illness, such as a cold, you can probably get the vaccine today. If you are moderately or severely ill, 
you should probably wait until you recover. Your doctor can advise you. 

This information was taken directly from the HPV VIS 


Influenza (inactivated) vaccine - 

Some people should not get this vaccine. 

Tell the person who is giving you the vaccine: 

• If you have any severe, life-threatening allergies. 

If you ever had a life-threatening allergic reaction after a dose of flu vaccine, or have a severe allergy to any part of this 
vaccine, you may be advised not to get vaccinated. Most, but not all, types of flu vaccine contain a small amount of egg 
protein. 

• If you ever had Guillain-Barre Syndrome (also called GBS). 

Some people with a history of GBS should not get this vaccine. This should be discussed with your doctor. 

• If you are not feeling well. 

It is usually okay to get flu vaccine when you have a mild illness, but you might be asked to come back when you feel 
better. 

This information was taken directly from the Inactivated Influenza VIS 


Influenza (live) vaccine - 

Some people should not get this vaccine. 

Some people should not get LAIV because of age, health conditions, or other reasons. Most of these people should get an 
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injected flu vaccine instead. Your healthcare provider can help you decide. 

Tell the provider if you or the person being vaccinated: 

• have any allergies, including an allergy to eggs, or have ever had an allergic reaction to an influenza vaccine. 

• have ever had Guillain-Barre Syndrome (also called GBS). 

• have any long-term heart, breathing, kidney, liver, or nervous system problems. 

• have asthma or breathing problems, or are a child who has had wheezing episodes. 

• are pregnant. 

• are a child or adolescent who is receiving aspirin or aspirin-containing products. 

• have a weakened immune system. 

• will be visiting or taking care of someone, within the next 7 days, who requires a protected environment (for example, 
following a bone marrow transplant). 

Sometimes LAIV should be delayed. Tell the provider if you or the person being vaccinated: 

• are not feeling well. The vaccine could be delayed until you feel better. 

• have gotten any other vaccines in the past 4 weeks. Live vaccines given too close together might not work as well. 

• have taken influenza antiviral medication in the past 48 hours. 

• have a very stuffy nose. 

This information was taken directly from the Live Influenza VIS 

MMR (Measles, Mumps, and Rubella) vaccine - 

Some people should not get MMR vaccine or should wait. 

Tell your vaccine provider if the person getting the vaccine: 

• Has any severe, life-threatening allergies. A person who has ever had a life-threatening allergic reaction after a dose of 
MMR vaccine, or has a severe allergy to any part of this vaccine, may be advised not to be vaccinated. Ask your health 
care provider if you want information about vaccine components. 

• Is pregnant, or thinks she might be pregnant. Pregnant women should wait to get MMR vaccine until after they are no 
longer pregnant. Women should avoid getting pregnant for at least 1 month after getting MMR vaccine. 

• Has a weakened immune system due to disease (such as cancer or HIV/AIDS) or medical treatments (such as radiation, 
immunotherapy, steroids, or chemotherapy). 

• Has a parent, brother, or sister with a history of immune system problems. 

• Has ever had a condition that makes them bruise or bleed easily. 

• Has recently had a blood transfusion or received other blood products. You might be advised to postpone MMR 
vaccination for 3 months or more. 

• Has tuberculosis. 

• Has gotten any other vaccines in the past 4 weeks. Live vaccines given too close together might not work as well. 

• Is not feeling well. A mild illness, such as a cold, is usually not a reason to postpone a vaccination. Someone who is 
moderately or severely ill should probably wait. Your doctor can advise you. 

This information was taken directly from the MMR VIS 

MMRV (Measles, Mumps, Rubella, and Varicella) vaccine - 

Some children should not get MMRV vaccine or should wait. 

Tell the person who is giving your child the vaccine if your child: 
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• Has any severe, life-threatening allergies. A person who has ever had a life-threatening allergic reaction after a dose of 
MMRV vaccine, or has a severe allergy to any part of this vaccine, may be advised not to be vaccinated. Ask your health 
care provider if you want information about vaccine components. 

• Has a weakened immune system due to disease (such as cancer or HIV/AIDS) or medical treatments (such as radiation, 
immunotherapy, steroids, or chemotherapy). 

• Has a history of seizures, or has a parent, brother, or sister with a history of seizures. 

• Has a parent, brother, or sister with a history of immune system problems. 

• Has ever had a condition that makes them bruise or bleed easily. 

• Is pregnant or might be pregnant. MMRV vaccine should not be given during pregnancy. 

• Is taking salicylates (such as aspirin). People should avoid using salicylates for 6 weeks after getting a vaccine that 
contains varicella. 

• Has recently had a blood transfusion or received other blood products. You might be advised to postpone MMRV 
vaccination of your child for at least 3 months. 

• Has tuberculosis. 

• Has gotten any other vaccines in the past 4 weeks. Live vaccines given too close together might not work as well. 

• Is not feeling well. If your child has a mild illness, such as a cold, he or she can probably get the vaccine today. If your 
child is moderately or severely ill, you should probably wait until the child recovers. Your doctor can advise you. 

This information was taken directly from the MMRV VIS 


Meningococcal ACWY vaccine - 

Some people should not get this vaccine. 

Tell the person who is giving you the vaccine if you have any severe, life-threatening allergies. If you have ever had a life- 
threatening allergic reaction after a previous dose of meningococcal ACWY vaccine, or if you have a severe allergy to any 
part of this vaccine, you should not get this vaccine. Your provider can tell you about the vaccine's ingredients. 

Not much is known about the risks of this vaccine for a pregnant woman or breastfeeding mother. However, pregnancy 
or breastfeeding are not reasons to avoid MenACWY vaccination. A pregnant or breastfeeding woman should be 
vaccinated if she is at increased risk of meningococcal disease. 

If you have a mild illness, such as a cold, you can probably get the vaccine today. If you are moderately or severely ill, you 
should probably wait until you recover. Your doctor can advise you. 

This information was taken directly from the Meningococcal ACWY Vaccines VIS 


Serogroup B Meningococcal (MenB) - 

Some people should not get these vaccines. 

Tell the person who is giving you the vaccine: 

• If you have any severe, life-threatening allergies. 

If you have ever had a life-threatening allergic reaction after a previous dose of serogroup B meningococcal vaccine, or 
if you have a severe allergy to any part of this vaccine, you should not get the vaccine. Tell your health care provider if 
you have any severe allergies that you know of, including a severe allergy to latex. He or she can tell you about the 
vaccine's ingredients. 

• If you are pregnant or breastfeeding. 

There is not very much information about the potential risks of this vaccine for a pregnant woman or breastfeeding 
mother. It should be used during pregnancy only if clearly needed. 

If you have a mild illness, such as a cold, you can probably get the vaccine today. If you are moderately or severely ill, you 
should probably wait until you recover. Your doctor can advise you. 
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This information is based on the Serogroup B Meningococcal (MenB) VIS. 

(This information taken from Serogroup B Meningococcal (MenB) VIS dated 8/14/15. If the actual VIS is more recent than this date, the 
information on this page needs to be updated.) 


PCV13 (Pneumococcal Conjugate) vaccine 
Some people should not get this vaccine. 

Anyone who has ever had a life-threatening allergic reaction to a dose of this vaccine, to an earlier pneumococcal vaccine 
called PCV7, or to any vaccine containing diphtheria toxoid (for example, DTaP), should not get PCV13. 

Anyone with a severe allergy to any component of PCV13 should not get the vaccine. Tell your doctor if the person being 
vaccinated has any severe allergies. 

If the person scheduled for vaccination is not feeling well, your healthcare provider might decide to reschedule the shot 
on another day. 

This information was taken directly from the PCV13 VIS 


PPSV23 (Pneumococcal Polysaccharide) vaccine 

Some people should not get this vaccine. 

• Anyone who has had a life-threatening allergic reaction to PPSV should not get another dose. 

• Anyone who has a severe allergy to any component of PPSV should not receive it. Tell your provider if you have any 
severe allergies. 

• Anyone who is moderately or severely ill when the shot is scheduled may be asked to wait until they recover before 
getting the vaccine. Someone with a mild illness can usually be vaccinated. 

• Children less than 2 years of age should not receive this vaccine. 

• There is no evidence that PPSV is harmful to either a pregnant woman or to her fetus. However, as a precaution, 
women who need the vaccine should be vaccinated before becoming pregnant, if possible. 

This information was taken directly from the PPSV VIS 


Polio vaccine 

Some people should not get this vaccine. 

Tell the person who is giving the vaccine: 

• If the person getting the vaccine has any severe, life-threatening allergies. 

If you ever had a life-threatening allergic reaction after a dose of IPV, or have a severe allergy to any part of this 
vaccine, you may be advised not to get vaccinated. Ask your health care provider if you want information about 
vaccine components. 

• If the person getting the vaccine is not feeling well. 

If you have a mild illness, such as a cold, you can probably get the vaccine today. If you are moderately or severely ill, 
you should probably wait until you recover. Your doctor can advise you. 

This information was taken directly from the IPV VIS. 


Rotavirus vaccine 

Some babies should not get this vaccine. 
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A baby who has had a life-threatening allergic reaction to a dose of rotavirus vaccine should not get another dose. A baby 
who has a severe allergy to any part of rotavirus vaccine should not get the vaccine. Tell your doctor if your baby has any 
severe allergies that you know of, including a severe allergy to latex. 

Babies with "severe combined immunodeficiency" (SCID) should not get rotavirus vaccine. 

Babies who have had a type of bowel blockage called "intussusception" should not get rotavirus vaccine. 

Babies who are mildly ill can get the vaccine. Babies who are moderately or severely ill should wait until they recover. This 
includes babies with moderate or severe diarrhea or vomiting. 

Check with your doctor if your baby's immune system is weakened because of: 

• HIV/AIDS, or any other disease that affects the immune system 

• treatment with drugs such as steroids 

• cancer, or cancer treatment with x-rays or drugs 

This information was taken directly from the Rotavirus VIS 


Td (Adult Tetanus & Diphtheria) vaccine - 

Some people should not get this vaccine. 

• A person who has ever had a life-threatening allergic reaction after a previous dose of any tetanus or diphtheria 
containing vaccine, OR has a severe allergy to any part of this vaccine, should not get Td vaccine. Tell the person giving 
the vaccine about any severe allergies. 

• Talk to your doctor if you: 

o had severe pain or swelling after any vaccine containing diphtheria or tetanus, 
o ever had a condition called Guillain Barre Syndrome (GBS), 
o aren't feeling well on the day the shot is scheduled. 

This information was taken directly from the Td VIS 


Tdap vaccine (Combined Tetanus, Diphtheria & Pertussis) 

Some people should not get this vaccine. 

• A person who has ever had a life-threatening allergic reaction after a previous dose of any diphtheria, tetanus or 
pertussis containing vaccine, OR has a severe allergy to any part of this vaccine, should not get Tdap vaccine. Tell the 
person giving the vaccine about any severe allergies. 

• Anyone who had coma or long repeated seizures within 7 days after a childhood dose of DTP or DTaP, or a previous 
dose of Tdap, should not get Tdap, unless a cause other than the vaccine was found. They can still get Td. 

• Talk to your doctor if you: 

o have seizures or another nervous system problem, 

o had severe pain or swelling after any vaccine containing diphtheria, tetanus or pertussis, 
o ever had a condition called Guillain Barre Syndrome (GBS), 
o aren't feeling well on the day the shot is scheduled. 

This information was taken directly from the Tdap VIS 


Varicella (chickenpox) vaccine 

Some people should not get chickenpox vaccine or should wait. 
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Tell your vaccine provider if the person getting the vaccine: 

• Has any severe, life-threatening allergies. A person who has ever had a life-threatening allergic reaction after a dose of 
chickenpox vaccine, or has a severe allergy to any part of this vaccine, may be advised not to be vaccinated. Ask your 
health care provider if you want information about vaccine components. 

• Is pregnant, or thinks she might be pregnant. Pregnant women should wait to get chickenpox vaccine until after they 
are no longer pregnant. Women should avoid getting pregnant for at least 1 month after getting chickenpox vaccine. 

• Has a weakened immune system due to disease (such as cancer or HIV/AIDS) or medical treatments (such as radiation, 
immunotherapy, steroids, or chemotherapy). 

• Has a parent, brother, or sister with a history of immune system problems. 

• Is taking salicylates (such as aspirin). People should avoid using salicylates for 6 weeks after getting varicella vaccine. 

• Has recently had a blood transfusion or received other blood products. You might be advised to postpone chickenpox 
vaccination for 3 months or more. 

• Has tuberculosis. 

• Has gotten any other vaccines in the past 4 weeks. Live vaccines given too close together might not work as well. 

• Is not feeling well. A mild illness, such as a cold, is usually not a reason to postpone a vaccination. Someone who is 
moderately or severely ill should probably wait. Your doctor can advise you. 

This information was taken directly from the Varicella VIS 


Live Zoster (Shingles) Vaccine, ZVL side-effects 

Some people should not get shingles vaccine or should wait. 

Tell your vaccine provider if you: 

• Have any severe, life-threatening allergies. A person who has ever had a life-threatening allergic reaction after a dose 
of live shingles vaccine, or has a severe allergy to any component of this vaccine, may be advised not to be vaccinated. 
Ask your health care provider if you want information about vaccine components. 

• Are pregnant, or think you might be pregnant. Pregnant women should wait to get live shingles vaccine until they are 
no longer pregnant. Women should avoid getting pregnant for at least 1 month after getting shingles vaccine. 

• Have a weakened immune system due to disease (such as cancer or AIDS) or medical treatments (such as radiation, 
immunotherapy, high-dose steroids, or chemotherapy). 

• Are not feeling well. If you have a mild illness, such as a cold, you can probably get the vaccine today. If you are 
moderately or severely ill, you should probably wait until you recover. Your doctor can advise you. 

This information was taken directly from the Live Shingles VIS 


Recombinant Zoster (Shingles) Vaccine, RZV side-effects 

Some people should not get shingles vaccine or should wait. 

Tell your vaccine provider if you: 

• Have any severe, life-threatening allergies. A person who has ever had a life-threatening allergic reaction after a dose 
of recombinant shingles vaccine, or has a severe allergy to any component of this vaccine, may be advised not to be 
vaccinated. Ask your health care provider if you want information about vaccine components. 

• Are pregnant or breastfeeding. There is not much information about use of recombinant shingles vaccine in pregnant 
or nursing women. Your healthcare provider might recommend delaying vaccination. 

• Are not feeling well. If you have a mild illness, such as a cold, you can probably get the vaccine today. If you are 
moderately or severely ill, you should probably wait until you recover. Your doctor can advise you. 

This information was taken directly from the Recombinant Shingles VIS 
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Travel & Special Circumstance Vaccines 


Adenovirus vaccine + 

Anthrax vaccine + 

Cholera vaccine + 

JE Ixiaro (Japanese Encephalitis) vaccine + 

Rabies vaccine + 

Smallpox (Vaccinia) vaccine + 

Typhoid vaccine + 

Yellow Fever vaccine + 


Related Pages 

Contraindications Chart 
Child Schedule 
Preteen &Teen Schedule 

Adult Schedule 
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